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Another Example of the SUPERIORITY 


T and FUME 
of KIRK & BLUM Cowrro’ SYSTEMS 
In this modern plant, heat, dust and fumes from gas welding operations are 
completely eliminated. Working conditions throughout the plant are im- 
proved and workers’ health is safe-guarded. Valuable floor space is saved by 
the axial flow fan application; production increased and costs reduced. Kirk 
& Blum Engineers will make a survey of your plant and submit plans and 
recommendations for the complete elimination of heat, dust and fumes. 
Accumulated experience of more than 35 years in designing and installing 
dust and fume control systems enables K. & B. Engineers to speak with 
authority. 








The above installation, when additions are completed, will use 281 . 
Axial Flow Fans, handling 3,650,000 C.F.M. and improve con- Send for any of 


ditions by removal of— the following 


1—Heat Generated in the Manufacturing Process. booklets: 

2—Objectionable Dust and Fumes. “Dust Collecting Sys- 

3—Solar Heat Transfer through roof. on in the Metal In- 
ustries 


“Fan Systems for Vari- 


Accurate Sheet Metal Fabrication cae tadastcies™ 





Capacity *4 inch and Lighter “Industrial Ovens” 
An Organization of Engineers and Mechanics “Blower Systems for 
Wood-working 


Plants” 

“Cooling Systems for 
the Glass Industry” 
“Data on Kirk & Blum 
Production Facilities” 


THE KIRK & BLUM MANUFACTURING Go. 
2802 SPRING GROVE AVE CINCINNATI, OHIO 
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BUT honest sweat is 
costing war industry 
thousands of man 
hours per year! 








Eliminate this saboteur 


in your plant with— 


ORYBROW! 


THE PROVEN 100% SATISFACTORY SWEAT PAD 


Made of duPont Synthetic sponge — absorbs 20 times its own weight 
Call or write us TODAY for a free sample 


SOLE MANUFACTURERS 


_ AMERICAN ALLSAFE COMPANY, Inc. 


1245 NIAGARA STREET * BUFFALO, NEW YORE 
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GETS FIRST CALL 
FOR MAGNESIUM DUST CONTROL— 


CENTRI-MERGE method operates on a 
revolutionary new principle which removes 
foreign material from exhaust air by em- 
ploying a large relative volume high pres- 
sure water action generated by motor 


driven rotor. 





All duct work is eliminated. Steady, 


efficient operation at surprisingly 





low cost is assured. Heating bills 
are cut. Self contained. Ready to 


switch on as soon as power and 





than 3 
retail s 


COMPLETE DUST | ~~ 
CONTROL is of paramount STO) 
ql 


importance in the 
war effort. There are now more than 500 installa- 
tions of Schmieg units giving highly satisfactory 
service in the United States and Canada. Let us 
give you the complete story. 


water attachments are made. f= P 


i. We stor 
Thom McA 
tion to you 
2. Yourr 
sure on you 
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3. Fittec 
Thom Mc: 
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WRITE FOR BULLETIN 
4. Your 


|M-D-10 | 
SCHMIEG SHEET METAL WORKS ane 
O08 PIQUETTE AVE.+++ DETROIT, MICH. If 
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pig job—and a thankless one 


These d 
ays the executive who gets th 
done, d ; a 
’ oe 
esn‘t try to do everything himself 


Does nseit w f ess worrie 
load himse eedles °o 
t ‘a f lal 5 S 


Let’s say you are the executive in charge 
of safety for your company. You have 
a plant stock of Safety Shoes. You're 
worrying about Safety Shoe deliver 


ies, either y 
eithe now oO or the future a b 
f M e 








your mer re 
: en are complaining cant get th 
snoe they wc | : 
y ant when they need it. Or compl g 
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felele) misfittin that usually he 
b g y Ippens when your 
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Y “Yes, but—what can | do about it? 
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fety Shoes for your 
ithout cost 
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rt, because they alread 


McAn name.* 
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Thom McAn Safety Shoes & 
uine comfort. 


4. Your men wil 
because they look 
than other brands 

e a plant shoe depart 


lt you hav 
wish to continue, Thom McAn Safety Shoe 


ALSO sOLD DIRECT on special terms, to 


volume purchasers. 


our own trained fitters, 


r stores by 
ive proper fit and gen- 


e to wear Thom McAns 


1 continu 
t them less 


better, feel better, cos’ 


ment which you 
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A Been to 24-Hour 
War Production Plants . ; 





me Yinnell 


COMBINATION 
SCRUBBER 


eng rinserp Sub. 
It’s the answer to today’s need for all-out speed in cleaning ra Ut of Pr Bets 5 
‘ , ° ity dues, " 
large-area floors of war production plants. The one machine ’ ©” areg 
handles all the operations . . . even distributes the powder. . 
No separate equipment required for rinsing and picking Clean, 5 ng 
up the water . . . no muss. A larger size machine with of is 8.000 
an even greater capacity is also available . . . and there’s Floo, P, i Sq. Pr, 
a smaller size for smaller operations and congested areas. . Our} 
5 
—" oil, vay 
For consultation, literature, or free floor survey, phone or ” Sleace oF he 
write nearest Finnell branch or Finnell System, Inc., 3508 ae a * dirs “eS 7ardo, 
East Street. Elkhart, Indiana. nd fire Waban. 
's. 


go 87 Bases) ee ae =” 


Pioneers and Specialists ‘a PRINCIPAL 


FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 
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Above. Volunteer fire fighters reach for 
gas masks. They have been trained and 
equipped to use masks, 





Above. Sand Bags protect the plant's air 
raid Céntrol center against bombs. Below. 
Workmen stacking sand bags for air raid 
protection. 















Practice 


OLUNTEER air raid vigilantes 
at the Westinghouse Electric 
and Manufacturing Company’s East 
Pittsburgh works snuffed out incen- 
diary bombs, bandaged imaginary 
wounds and demonstrated how fel- 
low workers in this war production 
plant will be protected if enemy 
planes pierce their way to Pitts- 
burgh. The same protection system 
is in effect at Westinghouse’s 25 
manufacturing and 35 repair plants 
throughout the nation. 

Trained to guard lives, put out 
fires started by bombs or saboteurs, 
and restore bombed production 
equipment, the Westinghouse “min- 
ute men” went through their de- 
fense maneuvers before representa- 
tives of the nation’s fighting forces 
and the Office of Civilian Defense. 

The ringing of a telephone in a 
sand-bagged control center set in 
motion the alarm system announc- 
ing that a simulated air raid was 
in progress at the 77-acre plant 
grounds. Whistles sounded their 
eerie “alert” and “danger” calls, 
which in an emergency would send 
14 plane and fire observers, 174 fire 
watchers, and 188 plant wardens to 
their stations. 


Centralized Control 

Heart of the Westinghouse plant 
protection communications system 
is the control center. Manned 24 
hours a day, this alarm headquarters 
is equipped with three “outside” 
telephones and two radios continu- 
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Air Raid Vigilantes 



















DEFENSE 
TACTICS 


ously tuned to pick up police short 
wave messages and regular broad- 
cast warnings of approaching ene- 
my bombers. In case of air raids, 
messengers will stand ready to relay 
the orders on foot if telephone com- 
munications are bombed out of 
action. 

On call for emergency duty are 
450 men and women trained and 
equipped to administer first aid, car- 
ry victims on stretchers, operate 
emergency hospitals on the plant 
grounds and put on gas masks to 
remove workmen from areas struck 
by gas bombs. The rescue and de- 
molition squad is prepared to ex- 
tricate persons trapped in debris and 
remove such dangers as collapsing 
walls and fallen power wires. 


Ready to Combat Fires 

Fire fighters—225 men trained to 
battle incendiary bombs, oil fires, 
and all types of blazes—have been 
equipped, drilled, and assigned to 
specific jobs as regular members of 
the Westinghouse volunteer fire de- 
partment. In drills once a week 
these men unreel fire hose mounted 
on walls and posts and put out fires 
started in isolated places to give 
them practice. Their equipment in- 
cludes fog nozzles that throw out a 





fine spray of water to speed the > 


burning-out of incendiary bombs. 

In addition to the regular firemen, 
400 more employes volunteered to 
serve as auxiliary firemen and are 
receiving special training. And for 
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Above. Volunteer firemen use a fine spray 
of water to hasten the burning out of a 
bomb. Once a week they go through this 


routine. 





Above. Smothering an incendiary bomb. 
Below. The Control center goes into action 
immediately in case of an emergency. 



























SAFETY DIRECTORS 


Say time sheets show fewer lost days | 
when they help guard against der- | 
matitis. For further details write to 
Lightfoot Schultz Company, 663 
Fifth Avenue, New York, N. Y. 


La ftaceé 


POWDERED HAND SOAPS 





further protection, 37 tons of sand, 
buckets, long handled shovels, and 
20-pound sand bags have been dis- 
tributed to 300 strategic locations 
throughout the plant. 

The system under which firemen 
are summoned to blazes provides 
constant fire protection in all sec- 
tions of the plant. A central station 
fire brigade answers all calls, work- 
ing with the firemen in the affected 
zone. In addition, other brigades 
stand by at designated posts to ex- 
tinguish flames that might be 
started simultaneously by saboteurs. 


Protection Against Sabotage 


On guard against saboteurs and 
other intruders at the East Pitts- 
burgh plant are 190 Westinghouse 
policemen, high wire fences, and 
101 searchlights. To enter any 
Westinghouse plant, employes must 
present both passes and badges 
bearing their photographs, 

Unlike saboteurs who strike with- 
out warning, air raids would be pre- 
ceded by advance alarms. If enemy 
aircraft succeed in getting to with- 
in 100 miles, or 20 minutes’ flying 
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time of Pittsburgh, the Regional In- 
formation Center will notify the 
Pittsburgh Control Center by tele- 
phone. This warning immediately 
will be flashed by telephone to West- 
inghouse, other industrial plants, 
hospitals, and key points in AI- 
legheny County. 


Draw up First Line of Defense 

When a warning reaches a pri- 
vate telephone line at the Westing- 
house control center, the power 
honse will be notified by direct tele- 





Each week volunteer firemen practice put- 
ting out incendiary bombs. 


phone to sound the alert signal. 
This signal will send to their posts 
plant wardens, observers, fire 
watchers, and control center oper- 
ators—key plant protectors who 
will be at their posts in less than 
two minutes. 

If the bombers reach a point 50 
miles or 10 minutes from here, the 
Pittsburgh control center will flash 
us this information. No change in 
the Westinghouse first line defense 


(Please turn to page 22 
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HEAT-FAG, the unseen saboteer 


the enemy of production — strikes at workers who 
sweat. In sweating, vitally needed salt is lost from 
men’s bodies. They become inalert — fatigued — 
careless — make mistakes. Lowered efficiency 
sets in — costly accidents can easily happen. And, 
priceless man-hours are lost, 

To prevent Heat-Fag, salt sweated from the body 
must be replaced, The way to do it is simple 
and inexpensive, Order Morton’s Salt Tablets 
now from your distributor or directly from 
this advertisement. 


Case of 9000 10-grain salt tablets - - - - - $2.60 
Salt-Dextrose Tablets, case of 9000 ---- $3.15 
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of water, 
in 


Place MORTON’S 
DISPENSERS at all 
Drinking Fountains 
They deliver salt 
one ata oO 
t sily. filled, 
ary, 
pat ge $00-tablet 
size, $3.25. 1000- 
tablet size $4.00 





QUICK DISSOLVING 
(less than 30 seconds) 
This is how a Morton 

Tablet looks when 
magnified. Examine 
one—see how soft and 


it is inside, 
swallowed 
a 


they dissolve 


less than 30 sec. 
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INDUSTRIAL HYGIENE 
TO THE FRONT 


HE following letter was mailed 
to approximately 1,000 labor- 
management Production Drive 
Committees, which have been 
organized by the War Production 


Board in war contract plants 
throughout the country. This letter 
urged the Committee to make 
health conservation an essential 


part of the production drive, 
through the organization of in- 





injured wa 


1A lad NOT, ANON ] 
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a what it takes 
power and the will 
4 C nwY 5 1} 4 
bo. 3 ur. jor 
sidents See to it 


, 
Ash wid ii 

provided in your o1 
healthful working 0 








RRODUCTION DR 


p5 ed Ate ? 
te ght S1lCKNeCSS 


dustrial hygiene and medical serv- 
ices in the plants and through 
attention to public health services 
and medical facilities in their com- 
munities. 

Within one week after the letter 
was mailed, 18 plant Committees 
wrote to the U. S. Public Health 
Service for advice on the develop- 
ment of health conservation activi- 
ties. 


TtTT 


[I'VE COMMITTEES: 


roduction workers 
—uys every month. 


of those lost days 
for ac Production 


and ac- 


that pili medical 


ns of prevention is 
ant. Make ga 
lace. 


Help the men and women in your plant t 
keep themselves healthy and on the job. 

Vv oan Aa ‘ +rojinin +h ; 

You can do this y training them in 
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Use your captor es to see that your com- 
munity h an active public health de- 
partment: eno ses anc 
hospital beds to care for your workers 
and their families. Your Federal and 
State governments are doing t 

Make sure your community does its 


@ sound in 
write to t %: Lt 
Service, Washington, D. C., for advice. 
Do it today. You can boost production, 
save time and lives if you start now. 
save a day for Vi 


| p 
lust rial hvgiene vro ram 
ASUYTial nygien program, 
4 


nnala Ww Male 1 (1) + rman 
Donald me sek n Lnalirman 
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War Production Board 





a ee ee ee 
Paul V. M hi 


* War Manpower Commission * 


; 
T ~ | ‘ 4 AtT > WW . 
Bader secretary f War 
+ a y IArraata’l 
James V. Forrestal, 


* Under Secretary of Navy — 


; KE. R. Stettin Par < 
Lend Leas bil niet 


4 7) 1 - jo —_ 
1 KE. S. Land, Chairman 
Maritime Commission 





If you are interested in developing an 
industrial hygiene program see page 17. 
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i Y YOUR EMPLOYEES 
FROM ABRASIVE DUST 


Is dust running wild in your plant, menacing 
the health of your employees and injuring valu. 
able machinery? 

Harness this enemy with one or more TORIT 
Self-contained DUST COLLECTORS. Easy and 
economical to Install. 

TORITS are portable and may be placed wherever 
needed. In many Instances, the installation of 
several TORIT DUST COLLECTORS has been 
found more practical than one 
small central system. 

Write today for bulletin giving 
complete data, prices, and op- 
erating features. 











TORIT 

MFG. CO, 
31f Walnut St. 
St. Paul, Minn. 


we 


» 


“™, 


. 
I 


TORIT 


Dust Collectors 


SELF-CONTAINED UNITS 





Industrial Hygienist 

The appointment is announced 
of Francis R. Holden, Ph.D., a spe- 
cialist in healthful working condi- 
tions, as industrial hygienist on the 
staff of Industrial Hygiene Foun- 
dation at Mellon Institute, Pitts- 
burgh. He will assist companies 
associated with the Foundation in 
controlling employee health haz- 
ards which are increasing with 
peak war production. 
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After a year at the Industrial 
Health Conservancy Laboratories 
in Detroit, working on hygienic 
problems in the automobile indus- 
try, he joined the Safety Depart- 
ment of the Pittsburgh Plate Glass 
Company where he was engaged in 
industrial hygiene for more than 
5 years, For the past year and one- 
half Dr. Holden has been on the 
natural gas fellowship at Mellon 
Institute. 

Dr. Holden will be in charge of 
industrial hygiene surveys of all 
types for Industrial Hygiene Foun- 


dation. 
* * &* 


Dust Masks for Defense 


Raymond Lavallee rivets valves 
to a respirator designed by W. H. 
Lehmberg, American Optical Com- 
pany scientist, to protect the lungs 
of national defense and other 


workers engaged in dusty work. 


The optical concern recently con- 
cluded delivery to the Government 
of 100,000 of this type respirator 
to protect the troops who travel in 
a cloud of dust—the tank corps, 
mechanized forces and soldiers fol- 
lowing the armored divisions. 
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for 
August Ist 


delivery! 


NMURSES' SHOE LAST fits almost every foot 
in complete comfort. 


CONTAINS NO METAL! ... can't cause. 


sporks. Safe for munitions workers. 


LEHIGH THERMOPLASTIC TOE BOX under 


leather ... helps to prevent toe injuries 
caused by falling tools or 
heavy ports and materials. 


STURDY, FLEXIBLE OAK LEATHER SOLE gives 
extra long weer .. . can be resoled. 


STOCK No. 2002—Black kip, 5-eyelet 
blucher oxford. Grey-lined quarter, 
white-fleece-lined vamp, Lehigh Thermo- 
plastic toe box, 7-iron single oak leather 
sole, 11/8 cemented heel with wood- 
pegged rubber toplift, punched eyelet 
holes (no metal), black mercerized 
laces with fibre-tips. Contains no metal 
or nails, can’t spark! Sizes and widths: 
A-5% to 9; B-5 to 9; C-4% to 9; D-4 to 9. 


Special constructions NOT in stock: 


he 


Photo courtesy “Aviation Magazine” 


134 MILLION WOMEN are at work, today, speeding 
America’s war effort. Over 32 million are already em- 
ployed by industry. And the number increases by tens 
of thousands daily. Trouble for the Axis? You bet! But 
trouble ahead for the war effort as green labor and the 


need for speed create a rising tide of industrial accidents. 


LEHIGH MEETS THIS EMERGENCY NOW... with 
at once delivery, from floor stock, on safety 
shoes for women! For increased production alone 
can win this war. And these shoes are a vital aid to 
help you “beat the promise”. 


Send today for a half dozen pairs and test them on the 
feet of your present women workers. There'll be little 
time to “shop around” for toe-protection after injuries 
have bottle-necked production lines! 


Sirle Ne. 2083-Block elk, os chow. LEHIGH SAFETY SHOE CO., Inc. 


Style Mo, 2004—Ton kip, as above. 
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How to 
Use 


Benzol 
Safely 


Benzol is a toxic sub- 
stance and its fumes 
must be carefully con- 
trolled with expertly en- 
gineered ventilation 


equipment 


EQUIREMENTS of New 

England and Middle Atlantic 
states controlling the use of benzol 
in industry follow closely the rec- 
ommendations of the American 
Standard Allowable Concentration 
of Benzol a statement made recent- 
ly by the New York State Depart- 
ment of Labor declares. The Amer- 
ican Standard recommends that the 
maximum allowable concentration 
should be 100 parts of benzol per 
million parts of air. 

The statement was issued by the 
Department following several 
newspaper articles which seemed 
to indicate that the use of benzol 
is prohibited in New York State. 
The use of benzol is not prohibited, 
the statement declares, but is safe- 
guarded by the general require- 
ments applicable to all potentially 
toxic substances. 


Toxic 


“That benzol is a toxic substance 
is recognized by most if not all 
the authorities in the field of in- 
dustrial hygiene,” Industrial Com- 
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missioner Frieda S. Miller declared 
in the statement of the New York 
State Department of Labor. “Its 
use has produced deaths among 
industrial workers. That such grave 
incidents should be prevented hard- 
ly needs to be restated. 

“The use of benzol in industrial 
processes in which it is permitted 
to evaporate into the atmosphere 
requires the installation of care- 
fully designed control equipment 
and the maintenance of this equip- 
ment by responsible persons so that 
at all times the concentration of 
benzol in the atmosphere is main- 
tained at a point below its toxic 
level. Such maintenance must be 
of a very high order in most cases. 
Medical supervision is of great aid 
in determining the onset of symp- 
tomology in persons especially sus- 
ceptible to the effects of the in- 
halation of low concentrations of 
benzol. 


Safeguards 

“There are no regulations in the 
States of New York, Massachu- 
setts or New Jersey which forbid 
the use of benzol in industry. In 
New York State the use of this 
material is safeguarded by the gen- 
eral requirements applicable to all 
potentially toxic substances. The 
law calls for the maintenance of 
conditions which do not ‘tend to 
injure the health of the worker.’ 

“In Massachusetts the only legal 
requirement is that benzol con- 
tainers must be labeled. This latter 
State recommends a limit of 75 
parts of benzol per million of air, 
but only in an advisory manner for 
guiding the users of this material. 
The New Jersey statutes require 

(Please turn to page 26) 
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To make your indus- 
trial hygiene program 


Industrial. Hygiene 






IS VITAL TO VICTORY 


Hore is a Program 


For YOUR Plant Prepared by the 
U. S. PUBLIC HEALTH SERVICE 








effective you 


these four types 


services: 


| 
2 
3 
4 


All of these services 
work together to ac- 


Medical 
Engineering 
Safety 
Welfare 


complish the 
result. 





The suggestions made 


based on careful stud- 
and the practical 
experience of physi- 
cians, industrial hy- 
gienists and engi- 
neers over a pe- 
riod of 25 












The plan is flexible. 
The bulletin presents 
the basic structure of 
an effective industrial 
hygiene program. The 
precise form may be 
suited to any plant tak- 
ing into account type 
of operations, number 
of employees and exist- 
ing facilities. Achieve 
the maximum results by 
putting into effect this 
program. 


Send for Your Copy of this Program TODAY! Write to 


Occupational Hazards, 812 Huron Rd., Cleveland, Ohie 
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The trend of litigation on workmen’s health and accident 


most representative cases coming to trial in the intervals 


compensation is reflected in these briefs of the latest and 


between issues. Familiarity with this trend is important to 
every industrialist. Clip cases and file for future reference. 


Compensation Act Given Liberal In- 
terpretation in Hernia Case 


A cook suffered an inguinal hernia 
in lifting a heavy pot of meat. The 
contention was raised that since there 
was no evidence of a slip or fall the 
hernia did not result from an acci- 
dent and was not compensable. 

The Court stated that a workmen’s 
compensation claimant, to establish 
an injury within the terms of the 
Workmen’s Compensation Act, is not 
bound by rigid rules of proof and 
interpretation that govern in criminal 
and law cases, but applicable rules 
are governed by the purpose of the 
act which is to impose part of the 
economic loss to the injured’ indi- 
vidual on the industry in which he is 
employed. 

A showing of “accident” in the 
literal sense of that which is unex- 
pected, not designed nor anticipated, 
or brought on by a combination of 
fortuitius circumstances is not pre- 
requisite to recovery of compensation 
under the Workmen’s Compensation 
Act, in which the term “accident” ap- 
plies to that which happens by chance 
or casually, that which proceeds from 
unknown cause, or the unusual some- 
times resulting from known causes. 
The hernia in this case although not 
accompanied by a slip or fall, or other 
such external evidence of an accident 
in the literal sense of that word, was 
nevertheless the result of an accident 
under the terms of the Workmen’s 
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Compensation Act, and consequently 
an award was granted. 

Duff Hotel Co. vs. Ficara (Fla.) 7 So. 
2nd 790 (April-1942) 


Death from Disease Connected with 
Injury from Fall 


The employee, a young woman, 
had concluded her lunch on her em- 
ployer’s premises, in accordance with 
practice and custom of considerable 
standing, known to and acquiesced in 
by the employer, and was about to 
get a drink of water when she fell 
down a flight of stairs. She was in 
pain and experienced shock and was 
taken to a hospital. Prior to this 
accident the employee had been suf- 
fering from rheumatic heart disease. 
She stayed at the hospital for 5 days 
when she was discharged. She was 
treated at home for a month and a 
half when she was taken to another 
hospital suffering from sub-acute bac- 
terial endocarditis. She died from 
this disease two months later. 

The medical testimony differed. 
Some of the doctors stated that the 
effects of the fall together with the 
employee’s heart condition, so weak- 
ened her that she was susceptible to 
the infection which caused the disease 
that resulted in her death. Others 
stated that the death from the bac- 
terial endocarditis was in no way con- 
nected with the accident. 

The Court held that there was a 
causal relationship or chain of causa- 
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tion between the accidental injuries 
suffered by the decedent, the subse- 
quent lowering of her physical re- 
sistance and the contraction by her 
of the infectious disease that caused 
her death. Since the accident arose 
out of and in the course of employ- 
ment, the death was compensable. 

d’Amico vs. Middlesex Dress Corp. 
(N.J.) 26Atl. 2nd 177 (April-1942) 


Brain Hemorrhage Due to Physical 
Effort 


An award for the death of a 61 
year old miner was made in this case. 
The miner had a sclerotic condition 
of the blood vessels in his brain. One 
day, after finishing his lunch the 
miner returned to his place of work 
in the mine. He carried two drills 
weighing about 15 pounds each, 
climbed an 85 foot ladder, then went 
over a muck pile for about 35 feet. 
Some 5 or 10 minutes later he was 
found unconscious, and shortly after 
he died. The death was due to a brain 
hemorrhage. 

The following statements in the 
Court’s decision explain the holding 
that the death was the result of an 
accident arising out of and in the 
course of employment. 

“In determining whether or not an 
‘accidental injury’ has been suffered 
within the meaning of the compensa- 
tion act, the injury need not be the 
result of traumatic force, and that the 
injury was accidental may be inferred 
from circumstantial evidence. 

“Where the performance of manual 
labor entails a strain upon the under- 
lying diseased condition of the em- 
ployee’s anatomy in consequence of 
which death occurs, it is an ‘acci- 
dent’ within the meaning of the act, 
even though such exertion or stress 
be not out of the ordinary. 

“Under the Workmen’s Compensa- 
tion Act, an ‘accident’ is made out 
where the reasonable probabilities in- 
dicate that the employee, in putting 
forth his duties, met his death by rea- 
son of the effects of the exertion 
upon a vital organ already seriously 
impaired by disease.” 

Niemi vs. Thomas Iron Co. 
26 Atl. 2nd 494 (April-1942) 


(N.J.) 
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Bad Air and Poor Ventilation Re- 
sult in Compensation Award 


The Industrial Accident Board had 
refused an award for the death of a 
miner on the theory that the death 
was not accidental. The facts were: 

The deceased was about fifty and 
had worked for the mining company 
about four years. He was robust and 
vigorous and had never complained of 
pain in his heart or chest. After being 
out of work for some time with a 
broken ankle he returned, and on the 
first day of his return he was work- 
ing on the 770 foot sub-level of the 
mine. The deceased was braking and 
operating the clutch of a_ tugger 
which required about 25 to 30 pounds 
pressure. After having lunch the 
miner resumed work, but became 
nauseous, walked about 15 feet from 
his work, vomited, and died almost 
immediately. 

An autopsy revealed that the cause 
of death was an arterial sclerosis and 
a thrombosis in the right coronary 
artery. The Board found that the 
death was due to the thrombosis, and 
that the said disease was not caused, 
aggravated nor accelerated by the 
work done by the deceased. It refused 
an award. The Board also found that 
the air in the portion of the mine 
where the deceased was working was 
quite warm, was deficient in oxygen, 
that the ventilation was poor, and 
that the men perspired freely while 
working. 

The Supreme Court of Idaho in 
reversing the decision of the Indus- 
trial Accident Board said that the 
decision had not covered the effect 
of the bad air, heat, and lack of 
ventilation on the deceased; that the 
evidence in the record showed that 
the conditions in the portion of the 
mine where the deceased was working 
at the time of his death accelerated 
and aggravated the thrombosis suf- 
ficiently to make it a compensable 
industrial accident. 

Aranguena vs. Triumph Mining Co. 
(Idaho) 126 Pac 2nd 17 (May-1942) 





Digested and Compiled by 
HILTON E. ROBERTS 
Member of the New York and Ohio 
Bar 
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Protection at Westinghouse 
(Continued from page 10) 








Stop the loss of Vital 
Man-Hours! Combat Heat 
Cramps this Easy Way! 


HEAT CRAMPS that endanger your 
workers’ health and your produc- 
tion schedules can be easily elimi- 
nated by such a simple preventive 
as Sterling Salt Tablets! 

These tablets get right to the 
root of this industrial scourge... 
the loss of salt in the human sys- 
tem resulting from excessive per- 
spiration. To neutralize this salt 
loss... your workers simply swal- 
low a Sterling Salt Tablet when 
taking a drink of water at the foun- 
tain. In addition, Sterling Salt Tab- 
lets can be supplied with 70% salt 
and 30% dextrose for extraenergy! 
Easily mounted dispensers give 
one-at-a-time supply. With sum- 
mer’s worst days upon us...there’s 
no time to lose... get your order 
in today to... 


INTERNATIONAL SALT CO., INC. 
SCRANTON, PA. 


STERLING 
SALT TABLETS 














will follow this warning. If the in- 
vading planes keep coming and get 
within a five-minute hop of the 
Westinghouse plant, the Pittsburgh 
control center will send out the gen- 
eral alarm, This will dispatch to 
their stations at Westinghouse our 
firemen, first aid squads, rescue and 
demolition squads, emergency re- 
pair men, and the salvage crew. 
The general alarm sounded by 
the plant whistle will warn West- 
inghouse workmen to shut off their 
machines, protect vital tools, mate- 
rial and equipment, turn out the 
lights, and take shelter in a prede- 
termined place. Employes have been 
assigned places of shelter at least 
20 feet away from windows, under 
mezzanine floors, under benches, 
desks and tables, and in other places 
that offer protection against shell 
fragments and flying objects. 


Office Workers Evacuate Top 
Floors 

Employes in office buildings will 
evacuate the top three floors when 
the general alarm is sounded. Plant 
wardens will conduct them to such 
places of shelter as central halls, 
under desks, and in coat closets 
away from windows. 

In case of a blackout, lights in the 
plant yards and multi-storied office 
buildings will be extinguished as 
soon as the alert signal (planes 100 
miles away) is received. If bombers 
reach a point only 25 miles away, 
the general alarm is sounded and all 
lights are turned off except dim 
green and red lights in the manu- 
facturing aisles. 
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98% of EYE 


Accidents are 
“wholly unnecessary’ | alt folds t 


pocket. 


Every 24 hours there are about 1,000 eye acci- 
dents in U.S. factories that result in a waste of 
more than 8,000,000 man-days per year—days 
that could have been devoted to the production 
of war materials, This is a tragedy of carelessness 
because if the workmen involved had been wear- 
ing Jackson Eyeshields practically all of these 
eye accidents would not have happened. 


Think that over—and consider the shield illus- 
trated here—Jackson’s Folding Eyeshield No. 25. 


It’s feather-weight, well ventilated, made of 
flexible, spark-resisting plastacele that provides 
wide, unhampered vision. Easily worn over pre- 
scription glasses. Available in five shades: clear, 
smoked, amber, light and dark green. Worth 
many times its price of less than a dollar. Contact 
your dealer! 


Write today for our Eyeshield Folder covering National Association for the 
our complete line of devices for protect- Prevention of Blindness. 
ing the eyes and face. 


JACKSON PRODUCTS 


3265 WIGHT ST., DETROIT, MICHIGAN 
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Promoting the Safety Idea 
Shevlin-Hixon Cuts Accidents 


CCIDENT frequency has been 

reduced 20 per cent, and acci- 

dent severity has been cut to one 

fifth of its former rate at the Shev- 

lein-Hixon Lumber Company, one 

of the largest pine mills in western 
America. 

This striking reduction in acci- 
dents has been attributed to a cam- 
paign waged by a one man publica- 
tion, Safety Soundboard. The edi- 
tor and staff of this little monthly 
publication is Charles K. Weil, 
whose lively cartoons and skilled art 
work brighten the pages of Safety 
Soundboard. 


Workers Give Hand 

Weil modestly does not attribute 
the accident reduction record of the 
Shevlin-Hixon mill to his publica- 
tion but to intelligent co-operative 
effort on the part of workers who 
convert great pines into lumber, 
now largely being used for the war 
industries. 

But, mill officials stress, the safety 
record has been achieved in spite 
of war-caused difficulty in obtaining 
safety device replacements and in 
spite of the further fact that war 
has resulted in much more rapid 
labor turnover. 

Weil said that every accident is 
carefully analyzed to determine 
cause, then prompt action is taken 
to eliminate that cause. 


Good Record Made 

Through the Safety Soundboard, 
competition is encouraged in the in- 
terest of safety, and one department 
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has gone 95,000 man-hours without 
a time-loss. accident. 

Safety Sounboard is rapidly in- 
creasing in popularity. “There is a 
demand now for more than are be- 
ing printed, in contrast to the fact 
that at first 200 copies were left un- 
called for in the distribution boxes,” 
Weil said. 
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Safety is a serious 
subject. Adroit 
cartoon handling 
by C. K. Weil 
gets results. 
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Handling Benzol Safely 
(Continued from p. 16) 





that workers be not exposed to 
concentrations in excess of 100 
parts of benzol per million parts of 
air. 


Standards 


“The American Standards Asso- 
ciation, through one of its commit- 

















. COVER, 


"Twin Filter 
RESPIRATOR No. 4 
... performs a vital serv- 


ice in America’s “all- 
out” industrial program 
«. + provides maximum, 
low cost protection 
against nuisance dusts. 


Chippewa St., South Bend, 


tees of experts, has recently pro- 
mulgated a maximum allowable 
concentration of 100 parts of ben- 
zol per million parts of air. 

“Tt would appear that the legal 
requirements in the States of New 
York, New Jersey and Massachu- 


setts agree very well with the 
American Standards Association 
requirements and one wonders why 
there need be any confusion in the 
minds of persons interested in this 

ere —| subject. Certainly 
the facts are ex- 


ceedingly clear 
and simple. 
“The use of 


toluol, and other 
solvents less toxic 
than benzol and 
as substitutes 
therefor, has 
found favor in 
industry because 
less extensive 
control measures 
may be used with 
such less _ toxic 
materials, thus 
decreasing the 
cost of control 
measures and the 
degree of vigi- 
lance in their use. 

“The need for 
maximum indus- 
trial production 
hardly requires 
reiteration at this 











Write for complete time. Maximum 
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Sample postpaid $1.65 maintenance of a 
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Fire Retardant 


Recently there have been a num- 
ber of cases of employees’ clothing 
being ignited, causing fatal burns. 
Notably in welding operations, 
both electric and gas, foundry men 
handling molten metal, heat treat- 
ing metals, manufacturing metal 


alloys, carbide manufacturing, 
thermite bomb loading and also 
numerous other manufacturing 


operations in which employees are 
exposed to the hazard of high tem- 
peratures which may set fire to 
their clothing. 

The duPont Co. Grasselli 
Chemicals Dept., Wilmington, 
Delaware, has developed fire re- 
tardant solutions consisting essen- 
tially of ammonium sulphamate 
which can be very simply prepared 
for impregnating the fabric of 
work garments that are worn by 
employees who are exposed to fire 
hazards. 

The impregnation of a garment 
with this solution does not make it 
fireproof but does make it fire re- 
sistant to the extent that flame is 
not supported, consequently, fire 
hazards will not result. 


Save Your Finge 1S 


Gi Steel-G rip Finger Guards 

JY Anybody who ever handles 
rough or sharp articles in 
factory, farm or home will 
find the new Steel-Grip Fin- 
ger Guard protects fingers 
or thumb from abrasions, cuts 
or blisters. Made of durable 
leather with elastic web back 
for snug, cool, comfortable fit. 
Easy on and off. Worn on any 
finger or thumb, 
back. One size fits all, men 
or women. Saves fingers in 
buffing, grinding, sanding, 
polishing, punch press work 
and hundreds of other uses. 
Send for special trial order 





of 50 at 8%4¢ each, less 10%. 
Catalog of Steel-Grip Safety 


Apparel free on request. 
INDUSTRIAL GLOVES CO. 
2 Gartieid Bivd., Danville, ii. 
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y efe 
Keep 'em smiling 
Healthy workers mean more productive 
man-hours to win the war! ... 


Plenty of fresh drinking water plays 
an important part in keeping fit. Why 
not provide clean, inviting Ajax Paper 
Cups, in neat metal or plastic dispensers, 
at all your drinking fountains? This in- 
expensive service supplies a new cup 
for every drink—decreasing the spread 
of common colds. 


Also serve employees at their ma- 
chines with the new Ajax Mobile Water 
Service which saves production time. 


Address Dept. 80 at plant nearest you for 
sample cups and full information. 


Loam DRINKING CUP CO., 68 Prescott 
» Worcester, Mass.@ 

PACIFIC COAST EN- 

VELOPE CO., 416 Sec- S 

ond St., San Francisco, | * 

Calif.¢ U. S. ENVELOPE 

CO., Los Angeles Divi- 

sion, 2828 East Twelfth 

Street, Los Angeles, 

Calif. 


Divisions of United 
States Envelope 
Company 


AJAX 











Keep Hand-Tools in Good 
Working Order 


By DR. S. DE HART, R. K. Le Blond Machine Tool Co., 


Cincinnati, Ohio 


RACTICALLY every work- 

man has occasion, at some 
time during the day, to use—and 
all too often to abuse—hand tools. 
It is this abuse which is at the bot- 
tom of the prodigious cost of hand- 
tool accidents. Defective tools and 
appliances are always a source of 
injury to workers. Broken ham- 
mer handles, wrenches which have 
outlived their usefulness, chisel 
handles, screw drivers, mushroom 
headed hammers all contribute 
their quota to the accident list. See 
photograph. 

Of 15,000 non-fatal accidents in 
the state of Pennsylvania, 50 per 
cent were due to hand-tool acci- 
dents, and 40 per cent of the eye 
losses was due to hand-tools. The 
New York State Department of 
Labor paid out $1,703,235 for eye 
injuries in one year; a search for 
the causes shows that this state 
holds chisels, screwdrivers and 
hammers responsible for much of 
this tremendous loss. In Ohio, dur- 
ing one six-month period, hand- 
tools were the cause of 8 fatalities 
and 39 permanent disabilities. 


Cause of Injuries 


Why are hand tools so produc- 
tive of injuries? Purely and simply 
because so many of them are in 
use. The trouble is many of these 
tools are not used in the right way, 
and are thereby made hazardous 
and unfit for the purpose for which 
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they were designed. If you hold a 
screwdriver in one hand and work 
in the other, it doesn’t make any 
difference how good a screwdriver 
you have—the wound will be just 





Tools shown above should never have 
been used. This man is inviting danger. 





ow \ 
as deep. If you have trouble using 
a hammer you will have more 


trouble when you have occasion to 


OccuPATIONAL HAZARDS 














use 
are 
selc 
bitt 
stec 
a | 
pur 
me: 


wo 
hos 





Wo 
pers 
or « 
time 
teri¢ 
afte 
pric 








SAL) 
and [ 
Prevent 
fatigue i 


ers. Ful 
shipmen 


Pulm 


Au 











DIAGRAM OF ACTION 
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use a chisel or a center punch. You 
are courting disaster, although it is 
seldom learned—except through 
bitter experience—that hardened 
steel chips fly with the velocity of 
a bullet when a tempered steel 
punch is struck with a steel ham- 
mer. 

Sixty per cent of the puncture 
would patients coming in to our 
hospital give a history of using a 
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file without a handle. During a re- 
cent year, these injuries caused a 
loss of 43 days. File injuries are 
usually hand injuries, while up- 
turned nails cause the foot injuries 
of the puncture type. If you see 
an upturned nail, you will be doing 
yourself and fellow worker a good 
turn if you render it harmless by 
hammering it down and placing it 
out of harm’s way. 


SAFETY AIDS! 








TRADE MARK 





“EYE-KLEAR” SWEAT BANDS 


Worn comfortably over forehead, to prevent 
perspiration running into eyes, fogging goggles 
or dripping onto work. Saves “brow mopping” 
time. Made of new, soft, highly absorptive ma- 
terial—needs no pre-wetting, snaps back to shape 
after squeezing. Inexpensive. Order now. Get 





prices. 

SALT TABLETS ANTI-MIST 
and DISPENSERS for GOGGLES 
Prevent heat sickness and Rub on lenses to prevent 
fatigue in perspiring work- fogging due to perspira- 
ers. Full stocks, prompt tion. Inexpensive. Order 
shipment. a supply. 





Pulmosan Safety Equipment Corp. WRITE for further details 


Dept. OH, 176 Johnson St., Brooklyn, N.Y. 
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Pe 
“G-S” POWDERED HAND SOAP 


preferred by employees for effi- 




















ciency in removing grease, grime, etc., 
—approved by industrial physicians for pro- 
tecting the most sensitive skins—by manage- 
ment for quality and economy 

DERMA-COTE...A protective cream 


that helps prevent skin irritations—Dermatitis. 


reat tu 


PRODUCTS 
co ime 







Send for sample on 
company letterhead 
—no obligation. 


















Not a ‘‘Substitute’’for Rubber Gloves! 


Stanzoils of neoprene 
assure safer hands, 
lower cost! 


Long before there was a rubber shortage, 
hundreds of industries found better protec- 
tion for busy hands in Stanzoil gloves of neo- 
prene—and often at greatly reduced expense. 
For you'll find, too, that Stanzoils last 3 to 7 
times longer in oils, greases, caustics, acids 
and other materials that quickly destroy plant 
rubber — save costly liability claims and lost 
working time of valuable men and women 
employees. It pays you, especially now in war- 
time, to write for current data on deliveries. 
Synthetic Rubber Division of 
THE PIONEER RUBBER COMPANY 
258 Tiffin Rd., Willard, 0.,U.S.A. * NewYork * Los Angeles 
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NEW IDEAS 








ASBESTOS PROTECTIVE SUIT— 
Announced by Mine Safety Appli- 
ances Company, Pittsburgh, Pa., is 
the new M.S.A. One-Piece Asbestos 
Protective Suit—designed to provide 
instant and complete personal protec- 
tion against flame hazards in emer- 
gencies. 





“Where fire or explosion strike,” 
says the manufacturer, “the M.S.A. 
One-Piece Asbestos Protective Suit 
combines invaluable speed in applica- 
tion with utmost safety in use.” The 
Suit consists of an upper-and-lower 
durable asbestos garment sewed to- 
gether, with helmet, gloves and boots 
attached to enclose and protect the 
wearer. It prevents the entry of flame, 
insulates against heat, guards the head 
from injury by falling or flying ma- 
terial and enables effective work at the 
scene of emergency. 

The helmet is a laminated-bakelite 
Skullgard Protective Hat, asbestos- 
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NEW PRODUCTS 


covered, and with front and rear 
aprons to protect the head and neck. 
A large window of heat-resistant glass 
in the hood permits unobstructed vi- 
sion. 

Quick access to the suit is provided 
by a zipper opening extending down 
the front from neck to waistline. Sole 
and heel of boots are reinforced with 
asbestos brake lining material, riveted 
in place for durability, long wear, and 
protection. 

The M.S.A. Asbestos-Protective 
Suit is made in a universal size only 
with tabs at each side and back to ad- 
just length. For complete information | 
on the suit, write to this publication, 
or direct to Mine Safety Appliances 
Company, Pittsburgh, Pa. 


INDUSTRIAL FATIGUE—Dr. Mey- 
er Brown has compiled a complete, 
concise and authoritative digest of the 
best available information on indus- 
trial fatigue, its effect on production 
and methods for its control. In addi- 
tion the booklet contains an exhaustive 
bibliography of reliable informative 
literature in the field of industrial fa- 
tigue. Copies can be gotten by making 
requests on a company letterhead to 
the Editor of this magazine, 812 Hu- 
ron Road, Cleveland, Ohio. 


CONDUCTIVE SHOE—The danger 
of the explosion of gases, dusts, or 
materials when ignited by a spark 
caused by body static electricity is min- 
imized by grounding the body through 
the feet. 

According to the manufacturer this 
can be done with the O’Donnell Con- 
ductive Shoe. It is claimed that the 
shoe has an entirely special construc- 
tion with a safety factor far greater 
than is necessary to establish conduc- 
tivity. 
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Go to the Mat 


which gives sure footing and long 
wear. Our mats and treads are the 
answer to your safety problem. 
Tough. Oil resistant. Slip proof. 
Resilient. Where only the best is 
good enough specify 


BLPLEX 


Melflex iilaiite Co. 
L. E. WARFORD, Manager 
415 Wheeler Lane, “Akron, Ohio 
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SAFETY 


(Reg. Trade Mark) 


WEDGE GRIP 
LETTERS AND FIGURES 


* NO SPALLING! 
* NO MUSHROOMINGI! 





(Patented) 


® For Tough Stamping Jobs. 

® Deeper Impressions. 

® Knurled Sides Assures Positive 
Grip. 

® More Safety. 


® Any size Character from 16" to 1” 
Available for prompt shipment. 


Write far Prices and Literature 


M. E. CUNNINGHAM CO. 
91 E. Carson St. Pittsburgh, Pa. 
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Gobauors 
TANNIC SPRAY 


FOR FIRST AID IN 
CIVILIAN DEFENSE, IN 
INDUSTRY, AND THE 
HOME 


URG 





% When burns occur, 
just press the lever of 
GEBAUER'S TANNIC 
SPRAY and an instant, 
soothing, healing jet 
stream covers the in- 
jured area. 


Rapid evaporation 
leaves an impervious 
film of tannic acid so 
no bandage need be 
applied. elps keep 
shop efficiency at maxi- 
mum, cuts down time 


lost in treatment. 


Nocapsor 
corks to remove 
here. Automatic 
spray cap pre- 
vents spills, 
leaks, and evap- 


oration. Makes 
TANNIC SPRAY 
easy and eco- 
nomical to use. 





From Your Dealer Or Write Direct 
THE GEBAUER CHEMICAL CO 
Cleveland, Ohio, U.S.A. 











Foot comfort and protective factors 
are embodied in the construction. 

Different styles are available for 
both men and women. In use in many 
leading defense plants. 

For further information write to 
O’Donnell Shoe Co., Humboldt, Ten- 
nessee, or direct to this publication. 


INDUSTRIAL RUBBER CONSER- 
VATION—A 48-page illustrated book 
on conservation of rubber products in 
industry has been published by United 
States Rubber Company. 

Complete and explicit suggestions 
are given for the proper care of these 


important rubber products from initial | 
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design through inventory and storage 
to use, maintenance, inspection and re- 
pair. 

The book, “First Aid to Industry in 
Conserving Rubber,” is completely in- 
dexed and all mechanical rubber goods 
are included, such as, hose of all 
types; transmission, conveyor and ele- 
vator belts; mechanical packings; 
electrical tapes, wires and cables; 
molded and extruded rubber goods; 
rubber lined equipment; rubber 
mountings, mats and matting; print- 
ing materials; and rubber bonded 
grinding wheels. 

Copies of the book are available on 
request. 


HOT WEATHER NEEDS—A four- 
page pamphlet has just been distrib- 
uted by the E. D. Bullard Company 
describing the benefits of certain hot 
weather needs for workers, such as 
salt tablets, cellulose sponge sweat 
pads, Venex snake bite treatment and 
poison oak and ivy treatments. Copies 
are available by asking for the folder 








Wefa Re INCREASES 
WORKER PRODUCTION 
I3ecaute 


At; SAFE 


1) pH below 10 

2)No FREE ALKALI 

3) Low ALKALINE 
SALTS 

G. H. PACKWOOD MFG. CO. 
GRANULATED INDUSTRIAL 


SKIN CLEANSERS 
& DISPENSERS 


2042 WALNUT, DEPT.H ST. LOUIS, MO. 
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“Hot Weather Needs That Aid Work- 
ing Efficiency,” E. D. Bullard Com- 
pany, 275 Eighth Street, San Fran- 
cisco, California. 


SAFETY SOLVENT TO REPLACE 
NAPHTHA, GASOLINE, KERO- 
SENE—The Curran Corporation, Mal- 
den, Massachusetts, has recently de- 
veloped a new hand-wiping safety 
solvent which is to be marketed as a 
safety replacement for naphtha, gaso- 
line, and kerosene in removing cosmo- 
line out of rifles issued to troops. 

According to them, the new solvent 
is also applicable for wide industrial 
use as a superior naphtha substitute 
for grease cleaning and hand-wiping 
operations in Ordnance factories or 
shell plants. 

This new solvent is described as a 
unique safety solvent because in spite 
of its high solvency against mineral oil 
or dirt, it does not de-oil the skin, has 
no toxic vapors, no flash or fire point, 





and leaves an invisible rust preventa- 
tive film so thin it cannot be detected. 


HANDLING WITH SAFETY—A 
patented Safety barrel stand which 
lifts, rotates and tilts all types of 
barrels or drums is manufactured by 
the Western Machine Works, Bruni, 
Texas. The Stand is adjustable to fit 
all diameters and lengths of barrels. 

To mount a barrel in the stand, the 
barrel is placed on end in front of 
stand. Latch lever is released allow- 
ing upright member of the stand to 
fall forward and down until the band 
is in position to be cinched around the 
barrel. Upright member is then pushed 
backward and upward, carrying the 
full barrel with it. Locked in vertical 
position, the barrel is clear of all ob- 
structions and free to be titled or ro- 
tated by the lever. 


VENTILATION DATA—“Blackout 
your Windows But Not your Ventila- 
tion” is the title of a new bulletin just 








OLD CUSTOMS 





§ 0 M ARE GRAND! 


That Saturday night scrubbing in the old tub was 
a grand old custom . . . before the days of modern 
tubs and showers! 

Against the hazards of INDUSTRIAL 
DERMATITIS, some plants stick to old-fash- 
ioned customs... like the use of antiseptic 
oils in cutting compounds. Modern science 
has shown that they can't do the job COM- 
PLETELY! 

PLY Liquids and Creams—with a specific 
formula for each type of hazard—have proved 
their worth in the nation's leading industries. 
Pre-work application to the hands prevents 
irritation and often serious infection. PLY is 
harmless, easy-to-use, economical. 

















Send for latest authoritative booklet ''The Answer to Industrial 
Dermatitis."' Write for consultation on special problems. 


The MILBURN Co. 


MICHIGAN 





DETROIT 
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Information 
Pleas 
Answered 


The following educational data is 
available from the editor of OC- 
CUPATIONAL HAZARDS, 812 
Huron Road, Cleveland, Ohio: 


Special Bulletin No. 1, “Safeguard- 
ing Manpower for Greater Produc- 
tion,” “Sanitation and Hygiene, Safe- 


ty Practices, etc.” outlined in the 20 
page bulletin. 
Special Bulletin No. 2, “Workers 


Safety in National Defense.” Pam- 
phlet answers the general question 
of how can the worker keep from 
getting hurt, paying particular at- 
tention to personal protection ma- 
chinery, hand tools, ladders and ma- 
terials handling. 


Special Bulletin No. 3. “Practical 
oints on industrial sanitation and 
ygiene.” 70 page book discusses such 
subjects as fatigue, industrial health 
programs, noise, personal service 
conveniences, etc. Many valuable 
ideas are contained in this bulletin. 


Special Bulletin No. 4. “Plan for 
Pooling Safety Services to Conserve 
Industrial lanpower.” Bulletin 


points out the organizational setup 
for bringing to industrial plants en- 
gaged in war production up to the 
minute information on safe and 
healthful plant operation, 


Special Bulletin No. 5. “Control of 
elding Hazards in Defense Indus- 
tries.” 15 pages are devoted to a 
discussion of the various welding 
processes, and suggestions are made 
for welding safety. Many illustra- 
tions and tables make it easy to 
grasp the items discussed, 


Special Bulletin No. 6, “Industrial 
Injury Frequency Rates.” The back- 
ground of industrial accident sta- 
tistics, frequency rates, is clearly de- 
fined. What, why and how are in- 
cluded, and an industrial frequency 
rate table is developed. 


Please make request for any one 
or all of these bulletins on your 
company letterheads. These pamph- 
lets are special bulletins of the 
Division of Labor Standards, U. S. 
Dept. of Labor, Washington, D.C., 
and this publication is pleased to 
assist in their distribution. 














issued by the Ilg Electric Ventilating 
Co., of Chicago, Illinois. 

New ideas in ventilation engineering 
are pointed out. 

In the bulletin, an offer is made of 
éngineering assistance on blackout in 
stallations, plus dimension drawings 
and installation data on blackout hoods 
and fresh air inlets. Copies of the 
bulletin are available from the Ilg 
home office in Chicago or from any 
one of the 41 branch offices. Ask for 
Bulletin No. 304. 


INDUSTRIAL GLOVES COMPANY 
of Danville, Illinois has introduced a 
single unit protector for the thumb 
and first two fingers. 


The illustration shows the con- 
struction of the back, as well as the 
palm side of the guard. 

This new guard is designed for 
punch press work, buffing, grinding, 
sorting, assembly, inspection, etc. 





Coming in September 
Annual 
Profits in Air Issue 
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Eye injuries that take men off jobs, even for a little 


while, deprive our armed forces of invaluable equip- 


ment. In 1941, more than 9,000,000 man-days were 
lost by eye accidents alone. 
Don’t let eye accidents occur in your plant. American 


Optical Company offers you comfortable safety 


me American | 


SOUTHBRIDGE — 


| +++ give all your workers AO Goggles 


i 


goggles for every type of 

industrial eye hazard . the 

services of trained safety representatives 

cal plan for intelligent eye protection .. . ar 

terial to help you carry out the plan. Call your AO 


Branch Office today for information and help 


Optical company 


MASSACHUSETTS 























THAT HEADLINE WILL NEVER BE WRITTEN f>— 


And one of the reasons it won't lies in 
a single word PRODUCTION. 

That's why there is no place in 
industry today for accident injuries 
injuries that hurt production by causing 
lost time and manpower— injuries that 
in many cases could have been avoided. 

In your own plant, for example, you 
can reduce foot injuries to the absolute 
minimum by protecting your workers 
with Hy-Test Safety Shoes. 

You can, for example, get a shoe that 
will cut down the menace of body 
static in your plant. Or you may 
need a non-spark shoe ora resist-oil 
shoe or a shock-proof shoe . . . or just 


a good, safe, well-built, comfort- 


able safety shoe for general use. If so, 
we bave it. 

You'll find, too, that our force of 
more than 500 trained men makes it 
possible for you to get prompt and 
efficient service. 

And most important of all, you'll 
find that Hy-Test builds as fine a 
safety shoe as you can possibly buy. 
They wear better. They look better. 
They feel better 

And the Hy-Test Anchor Flange 
steel box toe construction gives them a 
plus in protection that ordinary safety 
shoes do not have. Ask your secretary 
to write today for your free copy of 


rHE WHOLE STORY 


HY-TEST Safety Shoes 


HY-TEST DIVISION, INTERNATIONAL SHOE CO., 


SAINT LOUIS, MO. 


WHAT ARE YOUR 
SAFETY SHOE NEEDS? 


In factory or foundry mine 
or mill— wherever a top-flight, 
all-purpose safety shoe is 
needed, H-721 will give your 


employees the utmost in com- 


fort. service and protection. 
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